THABA  CHWEU  LOCAL  MUNICIPALITY 

ELECTRICITY  2017/2018  PROPOSED 

Description 

2016/2017  APPROVED 

2017/2018  PROPOSED 

RESIDENTIAL:  HOUSES  /  FLATS  (ALL  TOWNS) 
CONVENTIONAL  AND  PREPAID  CONSUMERS 

UNIT  COST  PER  KWH  : 

Energy  Rate  (c/kwh) (<=50kwh) 

Energy  Rate  (c/kwh) (51-350kwh) 

Energy  Rate  (c/kwh) (351-600kwh) 

Energy  Rate  (c/kwh) (>600kwh) 

RESIDENTIAL:  INDIGENT  (ALL  TOWNS) 

All  indigent  will  be  on  a  20Amp  circuit 
breaker  with  a  1  phase  pre-paid  meter. 

UNIT  COST  PER  KWH  : 

Energy  Rate  (c/kwh) (<=50kwh) 

Energy  Rate  (c/kwh) (51-200kwh) 

Energy  Rate  (c/kwh) (201-350kwh) 

Energy  Rate  (c/kwh) (351-600kwh) 

Energy  Rate  (c/kwh) (>600kwh) 

Availability  Charge:  (per  month) 

An  availability  charge  will  be  levied  whether 
electricity  is  consumed  or  not,  per 

connection  per  month  or  part  thereof. 

Residential  Availibility 

BUSINESS  /  RESIDENTIAL  FOR  BUSINESS  / 

GOVERNMENT ( ALL  TOWNS) : 

Flats  :  As  per  residential  step  tariff 

A  fixed  charge  will  be  levied  whether 
electricity  is  consumed  or  not,  per 

connection  per  month  or  part  thereof. 

Low  Season  :  Sept  -  Apr 

High  Season  :  May  -  Aug 

Up  to  40A  IP  (PRE-PAID  METER  ONLY) 

41  to  60A  IP 

61  to  80A  IP 

Up  to  60A  3P 

61  to  80A  3P 

Above  80Amps  convert  to  KVA 

Maximum  Demand  (Low  Voltage) 

KVA  -  per  KVA  (Low  Voltage) 

R  0.07 

R  0.8364 

R  0.8558 

R  0.08 

R  1.0698 

R  1.1003 

R  0.08 

R  1.5217 

R  1.5486 

R  0.08 

R  1.7874 

R  1.8210 

R  0.07 

R  0.8032 

R  0.8183 

R  0.07 

R  0.8422 

R  0.8580 

R  0.08 

R  1.0879 

R  1.1003 

R  0.08 

R  1.5217 

R  1.5486 

R  0.08 

R  1.7874 

R  1.8210 

R  0 . 0  8 1  |  R  48.25 

|  |  R  49-12 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

FIXED  CHARGE/ 

MONTH 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

FIXED  CHARGE/ 

MONTH 

2016/2017 

2016/2017 

2016/2017 

2017/2018 

2017/2018 

2017/2018 

R  1.20 

R  1.3212 

R  230.00 

R  1.2237 

R  1.3461 

R  234.32 

R  1.20 

R  1.3212 

R  500.25 

R  1.2237 

R  1.3461 

R  509.65 

R  1.20 

R  1.3212 

R  655.00 

R  1.2237 

R  1.3461 

R  667.31 

R  1.20 

R  1.3212 

R  819.00 

R  1.2237 

R  1.3461 

R  834.40 

R  1.20 

R  1.3212 

R  1  132.75 

R  1.2237 

R  1.3461 

R  1  154.05 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

FIXED  CHARGE/ 
MONTH 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

FIXED  CHARGE/ 
MONTH 

2016/2017 

2016/2017 

2016/2017 

2017/2018 

2017/2018 

2017/2018 

R  1.05 

R  1.1592 

R  2  380.50 

R  1.0736 

R  1.1810 

R  2  425.25 

To  be  phased  out  in  2018  to  TOU 

R  179.82 

R  183.20] 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

FIXED  CHARGE/ 

MONTH 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

FIXED  CHARGE/ 

MONTH 

2016/2017 

2016/2017 

2016/2017 

2017/2018 

2017/2018 

2017/2018 

R  1.09 

R  1.2042 

R  1  368.50 

R  1.1153 

R  1.2268 

R  1  394.23 

R  1.09 

R  1.2042 

R  1  592.75 

R  1.1153 

R  1.2268 

R  1  622.69 

R  1.09 

R  1.2042 

R  1  817.00 

R  1.1153 

R  1.2268 

R  1  851.16 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

FIXED  CHARGE/ 
MONTH 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

FIXED  CHARGE/ 
MONTH 

2016/2017 

2016/2017 

2016/2017 

2017/2018 

2017/2018 

2017/2018 

R  0.99 

R  1.0894 

R  3  622.50 

R  1.0090 

R  1.1099 

R  3  690.60 

To  be  phased  out  in  2018  to  TOU 

R  185.10 

R  188.48 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

FIXED  CHARGE/ 
MONTH 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

FIXED  CHARGE/ 
MONTH 

2016/2017 

2016/2017 

2016/2017 

2017/2018 

2017/2018 

2017/2018 

R  1.20 

R  1.3212 

R  230.00 

R  1.2237 

R  1.3461 

R  234.32 

R  1.20 

R  1.3212 

R  308.78 

R  1.2237 

R  1.3461 

R  314.58 

To  be  phased  out  in  2018  to  TOU 

R  1.05 

R  1.1592 

R  2  006.75 

R  1.0736 

R  1.1810 

R  2  044.48 

R  173.91 

R  177.18 

R  1.09 

R  1.1153 

R  241.23 

R  245.76 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

KVA  CHARGE/ 
MONTH 

LOW  SEASON 

UNIT 

CHARGE /MONTH 

HIGH  SEASON 

UNIT 

CHARGE /MONTH 

KVA  CHARGE/ 
MONTH 

2016/2017 

2016/2017 

2016/2017 

2017/2018 

2017/2018 

2017/2018 

R  0.6500 

R  0.6500 

R  50.00 

R  0.6622 

R  0.6695 

R  50.94 

R  1.0538 

R  1.0538 

R  70.00 

R  1.0736 

R  1.0854 

R  71.32 

R  1.2000 

R  1.2000 

R  80.00 

R  1.2226 

R  1.2360 

R  81.50 

R  2  713.77 

R  2  764.79 

2016/2017 

2016/2017 

2016/2017 

2017/2018 

2017/2018 

2017/2018 

R  0.7166 

R  0.7442 

R  60.00 

R  1.1618 

R  1.2065 

R  80.00 

R  1.3230 

R  1.3739 

R  90.00 

R  2  900.00 

INDUSTRIAL  (ALL  TOWNS) : 


A  fixed  charge  will  be  levied  whether 
electricity  is  consumed  or  not,  per 
connection  per  month  or  part  thereof. 


3.1 

Up 

to 

80A 

IP 

3.2 

Up 

to 

60A 

3P 

3.3 

61 

to 

80A 

3P 

Above  80  Amp  convert  to  KVA 

Maximum  Demand  (Low  Voltage) 


KVA  -  per  KVA  (Low  Voltage) 


PUBLIC  BENEFIT  ORGANISATIONS : LISTED  IN 

THE  NINTH  SCHEDULE  TO  THE  INCOME  TAX 

ACT (ALL  TOWNS) 


4.1 

4.2 


Up  to  80  Amp  /  1  Phase  -  per  unit 
Up  to  80  Amp  /  3  Phase  p/unit 


Above  80Amp  convert  to  KVA 

Low  Voltage  -  per  unit 


KVA  -  per  KVA 


MUNICIPAL  BUILDINGS  (ALL  TOWNS) 


Cost  per  unit 

UNDEVELOPED  STANDS 

Availability  Charge:  -  per  month 

TIME  OF  USE (ALL  TOWNS) : 


A  fixed  charge  will  be  levied  whether 
electricity  is  consumed  or  not,  per 
connection  per  month  or  part  thereof. 


Energy  charge  ;  Low  Voltage 

Off-peak  (21:00  -  05:00) 

Standard  (09:00  -  16:00) 

Peak (05:00  -  09:00  &  17:00  -  21:00) 

Fixed  Charge (Low  Voltage) 


Energy  charge  ;  High  Voltage 

Off-peak  (21:00  -  05:00) 

Standard  (09:00  -  16:00) 

Peak (05:00  -  09:00  &  17:00  -  21:00) 


Fixed  Charge (high  Voltage) 


AGAINST  THE  OWNERS  ACCOUNT. 

IXED  CHARGES  WILL  BE  CHARGED  WITH  THE  CONSUMPI 
ALL  TARIFFS  EXCLUDING  VAT 


Note : 


